LOCATION OF CONTROLS AND BUTTONS (CONT.) 



Program "P" Button 

Press to program a sequence of tracks you desire for playback. 


Bass Boost 

Press "ON" to increase bass response. 


Volume + Button 

Press to raise the sound level. 


Volume - Button 

Press to lower the sound level. 


PROGRAM Indicator 

Flashes when programming tracks and appears when playing programmed tracks. 

VOL (Volume) Indicator 

Appears when pressing VOLUME + / - buttons. 

Repeat 1/ALL Indicators 

Appears when the Repeat playback mode is selected. 

HOLD Indicator 

Appears when HOLD switch is set to 'ON' position. (Only under power On.) 

Battery Indicator 

Flashes when batteries need to be replaced. 

Anti-Skip Memory "ESP" Indicator 

Bar display indicates the remaining Anti-Skip memory capacity. Flashes when 
storing Anti-Skip memory in the compact player. 

Time Display 

Shows elapsed time of the track being played and total playing time of the disc. 

Track Number/Volume Level Display 

Shows the track which is being played, and the total tracks on the disc. Also shows 
the volume level (0 to 31) when VOLUME +!- buttons are pressed. 


INT (Intro) Indicator 

Appears when Intro playback mode is selected. 



RANDOM Indicator 

Appears when Random playback mode is selected. 


INSTALLATION OF BATTERY 



TO INSTALL/REPLACE BATTERIES IN CD PLAYER 

1 . Open the battery compartment door (on the bottom of the CD Player) by 
squeezing the tab in the direction of the arrows and then lifting the door open. 
To prevent loss, the door cannot be removed from the unit. 

2. Install / Replace with 2 "AA" Alkaline batteries with positive and negative ends 
facing in the proper direction as indicated inside battery compartment. If the 
batteries are inserted incorrectly the unit will not work. 

3. Close the battery door completely. 

Note\ In order to operate the player with batteries, the AC adapter must be 
disconnected from the DC IN jack. 


SAFE BATTERY USAGE 


IF YOUR PRODUCT UTILIZES BATTERIES, THE FOLLOWING ADDITIONAL 
PRECAUTIONS SHOULD BE OBSERVED: 


1 . CAUTION: Risk of explosion if battery is replaced by an incorrect type. 

Dispose of used batteries according to the instructions. 

2. Non-rechargeable batteries are not to be charged. 

3. Use alkaline batteries for best performance and longer life. 

4. Only batteries of the same or equivalent type as recommended are to be used. 

5. Rechargeable batteries are to be removed from the unit before being charged. 

6. Exhausted batteries are to be removed from the unit. 

7. Different types of batteries or new and used batteries are not to be mixed. 

8. The supply terminals are not to be short-circuited. 

9. Rechargeable batteries are only to be charged under adult supervision. 

10. Do not dispose of batteries in fire; batteries may explode or leak. 

1 1 . Batteries should be replaced by an adult. 

12. Do not open or mutilate the batteries. Released electrolyte is corrosive and _ 

may cause damage to the eyes or skin. It may be toxic if swallowed. H 
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